DOCKETED ITEMS       55

9005100133 Forwards "Conceptual Plan & Cost Estimates for Early Dismantlement of
Fort St Vrain PCRV," per NRC 900315 request.

CRAWFORDAC. Public Service Co. of Colorado. 90/05/01. WEISS.S.H. Non-Power
Reactors, Decommissioning & Environmental Proj. Dir.(891001-900602). 9pp.
53810:001-53811:048.

-9005100141 "Conceptual Plan & Cost Estimate for Early Dismantlement of Fort St
Vrain PCRV."
* Bechtel National, Inc. 90/05/01. 399pp. 53810:010-53811:048.

9005100250 Forwards assessment of possible sources of water in plant core,means of
detecting water in PCRV & effects of water ingress on reactivity.for info.
CRAWFORDAC. Public Service Co. of Colorado. 90/05/04. WEISS.S.H. Non-Power
Reactors,    Decommissioning   &   Environmental   Proj.    Dir.(891001-900602).   8pp.
53793:135-53793:142.

9005230333 Forwards Issue 59 to AOP-K-1, "Environ Disturbances - Earthquake."
FULLER.C.H. Public Service Co. of Colorado. 90/05/11. Document Control Branch
(Document Control Desk). 4pp. 53918:255-53918:273.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005170259 Requests FR publication of notice of consideration of issuance of amend
to License DPR-34 & proposed NSHC determination & opportunity for hearing on
900426 request re shutdown margin assessments for nine or less fuel regions.
ERICKSON.P.B. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/05/14. NRC - No Detailed Affiliation Given. 4pp. 53856:015-
53856:018.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York. Inc. 138pp. 53903:092-53903:277.

9005240211 Notification of 900531 biweekly meeting in Rockville.MD to discuss plant
decommissioning.

KALMAN.G. Project Directorate V. 90/05/21. MURLEY.T., RUSSELL,W., PARTLOW.J.
NRC - No Detailed Affiliation Given. 3pp. 53924:230-53924:232.

9004240393 NRC Info Notice 90-029. "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
enol.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005150315 Ack receipt of 900119 & 0418 responses to Emergency Exercise Weak-
ness 267/8922-01 from Insp Rept 50-267/89-22 re diversion of senior reactor opera-
tor & shift technical advisor early in emergency from plant evaluation & analysis.
COLLINS.SJ. Region 4, Ofc of the Director. 90/05/10. CRAWFORDAC. Public Serv-
ice Co. of Colorado. 4pp. 53831:041-53831:052.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037. "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

Q. inspection reports, IE Bulletins & correspondence

9004260391 Forwards response to request for addl info on exercise weakness noted in
Insp Rept 50-267/89-22.Actions taken by directing reactor operator during accident
scenario appropriate & licensee notification process adequate.
CRAWFORDAC.  Public Service Co. of  Colorado.  90/04/18.  Document Control
Branch (Document Control Desk). 4pp. 53615:102-53615:105.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005040025 Requests 30-day extension to 900529 to submit response to violations
noted in Insp Rept 50-267/90-04.

BORST.FJ. Public Service Co. of Colorado. 90/04/27. Document Control Branch
(Document Control Desk). 1p. 53777:021-53777:021.

9005080140 Forwards Insp Rept 50-267/90-05 on 900207-0329 & notice of
violation.Appropriate procedures & compliance w/procedure requirements must be
maintained during plant shutdown operations.

COLLINS.SJ. Region 4. Ofc of the Director. 90/04/27. CRAWFORDAC. Public Serv-
ice Co. of Colorado. 4pp. 53778:188-53778:200.

-9005080143 Notice of violation from insp on 900207 & 0301 .Violation noted:failure to
perform Step 5.4.27c of Surveillance Procedure SR 5.2.21-SAJssue 23, "Semiannual
Surveillance on ACM Diesel," by equipment operator.

*  Region 4, Ofc of the Director. 90/04/27. 2pp. 53778:192-53778:193.

-9005080144 Insp Rept 50-267/90-05 on 900207-0329.Violations noted. Major areas
inspected:onsite followup of LERs & items of noncompliance.operational safety &
monthly surveillance observation.
BAIRDJ.B. Region 4, Ofc of the Director. 90/04/17. 7pp. 53778:194-53778:200.

9005090035 Discusses Enforcement Conference Rept 50-267/90-06 on 900416 & for-
wards notice of violation.NRC remains concerned re util ability to maintain proficiency
of control room personnel in emergency preparedness.Attendance list & handout also
encl.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/27. CRAWFORDAC. Public Serv-
ice Co. of Colorado. 6pp. 53771:270-53771:301.

-9005090039 Notice of violation from insp on 900226-0302.Violations noted:certain
emergency training determined to be ineffective in that three control room teams ex-
hibited listed weaknesses.

*  Region 4, Ofc of the Director. 90/04/27. 26pp. 53771:276-53771:301.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

R. Periodic operating reports & related correspondence

9005040059 "Radiological Environ  Monitoring Program Summary Rept  1989." W/
900423 Itr.

CRAWFORDAC. Public Service Co.  of Colorado. 89/12/31. 150pp.  53755:001-
53755:150.

9004260306 Monthly defueling operations rept for Mar 1990 for Fort St Vrain.W/900413
Itr.

BLOCK.M.L,   FULLER.C.H.   Public   Service   Co.   of   Colorado.   90/03/31.   8pp.
53628:203-53628:210.

9005180069 Monthly operating rept for Apr 1990 for Fort St Vrain. W/900515 Itr.
BLOCK.M.R.,   FULLER.C.H.   Public   Service   Co.   of   Colorado.   90/04/30.   8pp.
53878:046-53878:053.

S. Reportable occurrences, LERs & related correspondence

9004260089 LER 89-015-01 :on 89081 S.Region 19 CRD failed to properly insert during
weekly partial scram test.Caused by failed clevis bolt head.Orderly reactor shutdown
initiated & CRD replaced.W/900419 Itr.

CHESNUTT.S.W., FULLER.C.H. Public Service Co. of Colorado. 90/04/19. 12pp.
53602:144-53602:155.

9005140215 LER 90-001-00:on 900410.non-essential bus 5,4160/480-volt transformer
N-9215 experienced fault.Caused by breakdown of insulation on secondary coils of
transformer.Coils of transformer rewound.W/900510 Itr.

GRAMLINGJ.M.,  FULLER.C.H.  Public  Service Co.  of  Colorado.  90/05/10. 7pp.
53804:085-53804:091.

9005230085 PNO-IV-90-022:on 900419,elevated levels of hydrazine detected in plant
discharge canal to Platte River.Release to canal terminated & effluent directed to li-
censee evaporation ponds.On 900507,one pond found leaking.
BAIRD.J.B. Region 4, Ofc of the Director. 90/05/16. 2pp. 53892:219-53892:220.

V. Operator Examinations

9005040171 Informs of issuance of NUREG/BR-0122, "Examiners Handbook for Devel-
oping Operator Licensing Written Exams."

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/26. CRAWFORD.A.C. Public Serv-
ice Co. of Colorado. 1p. 53892:062-53892:062.

Y. Dry Cask Independent Spent Fuel Storage Installations

9005100288 Forwards draft physical security plan for proposed ISFSI to store spent fuel
onsite.Plan withheld (ref 10CFR73.21).

CRAWFORDAC. Public Service Co. of Colorado. 90/04/12. GASKINS.C. Office of
Nuclear Material Safety & Safeguards.Director. 3pp. 53793:359-53793:361.nch
